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This inspection and esil briefing conducted witti the owner^ 


Mo ncn-compllant items idsnllHed during Uhls Inspection. 
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LUCILLE GODFREY 

Customer ID' 1S9S4 


Certificate' 42'A'C913 


Site' 001 


yuCtlE GODFREY 

6(H MERRILL STREET 

Type- ROUTINE INSPECTION 

BUSSEY, lA 50044 

Date' Jtin-03-£OICJ 


2.40 (b) (S) REPEAT 

ATTENDING VETEBINAFIIAN AND ADEQUATE VETEWNARY CARE (DEALERS AND EXHIPITOBSL 


(b) Each dealer or eKhibilor shall establish and mainlain programs of adequate veterinary care that include" 

(2) The use ol epprcrpriate methoifc iq prevent, coninql, dia^ngse, and treat diseaaea aripd injuries, and tbe 
availability of emergancy. wa^kand. and holiday cara; 


" One dog i£ in need d1 groomingi id remove kmg hair end mete. Meinieming e heeltby heir Doei ie essenliel to 
prevent skin problems, possible iecal compacllon and to contrlbuls to tbe health and well-being of me animal. Tbe 
dog needs to be groomed! and a program established to ertsure that all dogs are properly groomed to maintain a 
heellhy hair coet. 


2.50 (a) (1) 

TIME AND METHOD OF IDENTIFICATION, 

(a) A class ''A" dealer (breeder] shall iderrlify all live dogs and cats on me premises as follows; 

(1) All Jive dogs and cats held on the pnemiseg, purchased, or aihperwise arequirad, sold or otherwise diaposad of, or 
>ramovbd Irom the promii^s for delivery to a research facility or exhibllDr or le anothor dealer, or for sale, through an 
aLidwn sale or lo any person for use as a pet, shall be ideniitied by an official tag of the type described in Sec, £.51 
affixed to the animal's rnDk by moans b1 a collar mads rtf material generally oansidarod accepEahle to pot owners as 
a means ol Idantitying msir pet dogs or cals ‘',2^, or shall be idsnllHed by a distinctive arKi legible tattoo marking 
acceplable to and approved by the Adminislrator, 

** No fewer then tO dogs did not have proper kJenlilication. The owner is usirtg collar and tags to identify me dogs the 
owner needs to check the animals on a regular basis to ensure Ifwt all of ihe animels are properly identified and 
replaca tags as rraededi. To be corneclad by: K-30-10. 

3.4 (b) (3) REPEAT 

OUTDOOR HOUSING FACILITIES. 

(3) Be provided with a vvind break and rain breaK at the enlrarroe; 
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■** £ Shelters did net have wind bneahs at the time oi the inspection. All outttoor enclosures must have a wind and rain 
break at the enirance. This was siw notad gn 02-16-10. 

3-4 (b) 

OUTDOOR HOUSING FACILITIES, 

Shelters in otjtdror lacililies tor dogs or cats must contain a roof, four sides, arid a floor, and must: 

'' One shelter iln a onciosure containing 2 Golden Retnevars was chawed to tba point Dhat ll Is falling apart and has a 
hole in the back wall, This does nol provide a shelter with a solid nool and four sides, The shatter needs to be 
replaced with a shelter ibai hae a solid rcoF, lour sides, and a flmr. To be Odrfccied by: OB-30-10 

3.4 (c) 

OUTDOOR HOUSING FACILITIES, 

(cj Construction, Building surfaces in contaci wilb animals in ouldoor housing facilities must be impervious to 
moislure. 

'* No fewer then 6 enclosures had worn wood in contaci with ihte animals Ibat is no longer impervious lo moisture. 
The cwnef needs Id make the wodrd aurlaces impervious to mdisiure sd it dan be prcperly Cleaned and sanitized. Alt 
surfaces. In contact with Ifie animals must be Smperwjus to moisture and nvaintajned. (Affects approx. 1 2 animals) To 
be corroded by; CKi-03-10, 

3.6 (a) (2) 

PRINARV ENCLOSURES, 

(£) Primary enclosures must be constructed and maintained so that they; 

(i) have no sharp points or edges ibai could injure tbe dogs and caits; 

** One ervciosure containirvg one dogs had wire points inside of lhe enclosure that need to be removed lo avoid 
pd&^ibte injury. All dhtfidsure^ iTiusi be Fra^ ol aharp pdintfi and edgdd fbal may csuae injury to tha ariimals. Tha 
owner needs to eslabltsh a program lo evaluate all ertclosures un a regular basis tu remove any sharp points and.'or 
edges. To be oorrecled by; 

This inspection and exil briefing conducted! with the owner. 

Er>d ol report. 
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LUCILLE GODFREY 
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Dale; Feb- 11 -2010 


2,40 (a> (1) 

ATTEHDIHG VETERIMAHIAIM AND ADEQUATE VETERINARY CARE (DEALERS AND EXHIBITORS), 


(1) Each dealer and esfhibilor shall employ an atlending ueterinarian under lormal arran^errrenls. In Ihe case ol a part 
-time attandingi vaterinariari dr CDrisultant arrangemenls, the formal arrangaiTienta snail Irtoluda a wriltan program of 
veterirrary care and regularly sch>eduled visits fo the premises of uhe dealer 


'* During Inspnection the ov^ner did have a current ale visit by the alterKhng veterinarran but did naf have a wntlen 
program oF veierinary care. Alt dealers must have a written program of veterinary care SO ftie owner needs 10 have 
fha atlendIriQ vetennarian complafa a new wntfan program of veterinary cara lo include any type of medicatimna used 
with dosage arxJ address any type of procedures the owner may pefform e g, removal oF dew claws. To be oori'ecled 
by; 03-1 5-10 

2,40 (b) [ 2 ) 

ATTENDING VETERINARIAN AND ADEQUATE VETERINARY CARE (DEALERS AND EXHIBITQRS), 

(2) The use oF appropriate methods to prevent, coninol. diagnose, and ireat diseases and injuries, and the availabilify 
of emergency, weekend, and holiday care; 


“ One ijoHle pf Oxytocin stoned in the «llar had expired £00^. The USB pf espirEd drugs, mpadicaliprirs, vapQineg, eip. 
is not appropriafe methods to pvevenf, control or Ireaf diseases and Iniunes. The owner needs to remove any exfiir^d 
medicaticlns^ vaccir>e3, etc. end replace with new if used on a regular twsis, end review expiration dales on a regular 
basis. To be corrected by; 02-23' 1 D. 

3,1 (c) m 

HOUSING FACIUTIES, GENERAL, 

(3) Cleaning. Hard surfaces with which the dogs or cats come m coniact must be spotK^leaned daily and sanitired in 
eccprdanoB with Sec. 3.11 (b) c-1 this subpart fo prevent accumulafion oF excreta and raduoe disease riazards. 


< enclosures outside had escrela caught/lnczen pn the tlcpring and supports due |p |he wealhar condiliong . The 
ownar needs to spot dean dally and thoroughly dean and samtize when weather permits. All endosures must be 
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spot cleaned tteily and sanitized at least every 2 weeks to prevent accumulation ol eiscrela and reduce disease 
hazards. (Aliacts apprOK. 5 animals] Jo ba oorradad by: 02-25- m. 

3,2 (t?) 

IhJDOOR HCUSIHO FACILITIES. 

(b) Ventilation . Indoor housing facilities for dogs and cats must be sutficieutly ventilated at all times when dogs or cats 
ara pfesanl to provida iar thair health and waH-baing. and to minimiza bdbrs, drafts, ammortia lavala, and inbisturo 
condensation 

The Indoor cellar area had a strong odor and ammonia smell not strong enough to burn the eyes or nose, but 
notioeaWe at the time of the inspection. The owner needs to ptrovtoe additional ventilation to reduce odorg, ammonia 
levels and meistjjra cortdansation. (Atlacls approii. 2D ammals) To be corracted by: {]2-tS-lO. 

3,2 m 

INDOOR HOUSING FACILITIES. 

(d) Interiof sudaoes. The floors and walls oF indoor housing Facilities, and any other surfaces in contact with the 
animals, must be irripervious to moisture. Ttie eeilings bl indobr housing lacililies must be impervious to ntaialura or 
be replaceable (e.g . a suspended ceiling with replaceable panels). 

’* All IhdotM surfaces, must be impervtous to moisture to Include the walls, Floors and ceilings. The ownef needs to 
enrsure that the surfaces in the cellar area are i mpervious to moisture (beads water] to facilitate in the daily cleaning 
and also roduca odors and disease hazards. (Affecls approji. 20 animals] To bo correctod by: OB-lS-t-D. 

3,4 (b) (3) 

OUTDOOR HOUSING FACIUTIES. 

(3) Be provided with a wind break grxJ rain brealt at the entrance; 

** £ outdoor shelters did not have wind^'rain breaks provided at the entrances. All outdoor enclosures must have wind 
breaks at the entrance eseential during Ihig time ol year to help conserve body heat. The owner needs 1g replace the 
wind breaks. {AHects. 2 animate) To be corrected by: 02- 1 ■9-1 0. 

3,6 (a> (1) 

PRIMARY ENCLOSURES. 

(a> General requirements. (1 ) Primary enclosures must be designed and constructed o1 suitable materials so that they 
ere gtrudurally sound. The primary enolbsiures must be kepi in good repair. 

*' One onolosuro oontainirrg 2 German Shepard dogs had chain link 1enc^ ihal is Irayod end in need ol repair or 
replacement. All enclosures must be kept In good repair. To be corrected by; 05-3D-l(l. 
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3,6 (c) 

PHIU ARY EhICLOSURES, 

(c) Additional requinemenis fdr dDg8--(1) Space, (i) Eac*i deg tioused in a primary enclosure (including weaned 
puppies) mu^l be providad a iiiinii'iiLJi'ii amouril n1 flbor apaca, ealculaled aa lellewa: Flr’id tha I'liai^a11^'1a1ical a^uare aF 
the 3um of the length d the dog in inches {measured from the lip of its nose to the base of its tail) plus 6 inches; then 
divide lha prndmqt by 144. Thq ciloulallicin ia: (length n1 [;k]g in inchqa + (length pF dog in inghaa + €) = required 
floor space in square Inches. Required floor space in Inchesn44 = required floor space In square feet. 

All dogs musl be provide a minimum amount of lloor epace. One pen 32" rt 21" 4.&€ sq. ft. conlaming 2 Lab 
puppies approx. 1 5 inches long does nol provide the required C 12 sq. Ft. of lloor space. One Pen 32'''!f 21“ 4.66 sq. It, 
dontaining 3 Lap puppiea approx. 12 inches long ddaa nol provida lha required fi.75 aq. ft. of lloor apace. The owner 
needs lo move the animals to a larger enclosure. The slacked cages in the cellar measure 30“ k 24" 5 sq. ft. each 
houging 2 dog5 approx. US- inghes Ipng dr? nof provide Ihe required Floor 5[?ace oF ^ sq. Ft.. The gwner needg to 
provide larger erKlesures that meet the required door space For each dog. To be corrected P^: M-lS-10. 

3,10 

WATERING- 

If potable water is not coniinually available to the dogs and cats, it must be offered lo Ihe dogs ar»d cats as often as 
necBseary to ensure ll>sir healih and well-being, but nol less than twice daily lor at lea^ 1 hour each lime, unless 
reslricted by the attending veterinarian. Water receptacles musi t?e kept clean and sanitized in accordance wilh Sec. 
3.1 1(b) gif thi& subpad^ and before being used 1g wafer a different dog or cat or social grouping of dogs or cats. 

“ At Ihe time ol the ingpeclion |he wrater outside was frozen. If potable water is nol continually available then it must 
be offareq Iwica daily lor al laast 1 frour aach lima. All racaplaclaa must bn kapt claan and aanitizad al laa&f 3 watar 
receptacles had t^rty chewed edges that can no longer be property cleaned or saniiized Ihe receptacles that are 
ohEwed muaf be replaoad so ihoy can be kspi clean artd properly sanitized. (Ahagts approx. 16 animals) To bo 
corrected by; daily for Frozen water and 02-1 9- fO For replacing receptacles. 

This Inspection and exit brisling conducted with the owner. 

End ol report. 
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3,6 (c) (*) 

PRIMARY EhICLOSURES, 


(4) Prohibited means of primary enclosure, Permanent tethering ol dogs is pnohitiiied for use as primary enclosure 
Temporary lathsringi of dogs is [ifoliibitad lor it^ a£ primary onoloauro unls££ approval is obtained trom APHIS. 


One Gfliden Retriever was tethered at Ihe time ol the ingpeelign the owner staled that they oan net keep Che dog in 
a pon withoul It escaping. Tetherlrtg Is prohiblied for use as a primary enclosure. The owner needs to consiruct an 
enclosure Itiat will contain the dog without the use of a tether. (Aflects t animal) To be conecled by: 06-23-Og. 


prd of report. 
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This inspection conducted wi|h the owner. 


fto nton-compllances noted Ibis ilnspecticmi. 


Er»d of repcirl. 
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